TABLE 1-20 (Continued)

Company and Location

Sun Company (Continued)
Toledo, Ohio
Tulsa, Okla.

Tenneco, Inc.
Chalmette, La.

Texaco, Inc.

Port Arthur, Tex.
Westville, N.J.

Estimated Emissions,
metric tons

7
2

3

4

Company and Location

Union Carbide Corp.
Taft, La.

Union Oil Company of California
Lemont, 111.

Union Pacific Corp.
Corpus Christi, Tex.

Union States Steel
Clairton, Pa-
Geneva, Utah

Estimated Emissions,
metric tons

Negligible

ON

o

TOTAL

149

Mara et al. , 1979,